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Message Text 

UNCLASSIFIED 

PAGE 01 MANILA 00260 0606 16Z 
ACTION EA- 12 

INFO OCT-01 ISO-OO EB-08 /021 W 

081486 060617Z/17 

R 060554Z JAN 78 
FM AMEMBASSY MANILA 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 003 

UNCLAS MANILA 0260 

COMMERCE FOR DAMON LA BRIE/R. KELLY 

E.O. 11652: NA 
TAGS: BEXP, RP 

SUBJ: SCIENTIFIC INSTRUMENTATION, AND MEDICAL INSTRUMENTATION 
EXHIBITION, AUGUST 14-18, 1978 

1 . POST HAS RECEIVED INQUIRIES FROM TWO PHILIPPINE DISTRIBUTORS 
OF OTM U.S. MEDICAL AND SCIENTIFIC INSTRUMENTATION WHO ARE 
INTERESTED IN PARTICIPATING IN SUBJECT EXHIBITION AND WOULD 
LIKE TO GET CLARIFICATION ON THE FOLLOWING: 

A. DOES THE $3500 PARTICIPATION FEE FOR OTM FIRMS APPLY TO 
LOCALLY RECRUITED EXHIBITORS? 

B. IF SO, IS THIS FEE LIMITED TO ONE U.S. SUPPLIER ONLY, OR 

CAN THE LOCAL DISTRIBUTOR DISPLAY THE PRODUCTS OF SEVERAL U.S. 
SUPPLIERS IN ONE DISPLAY AREA? 

C. ASSUMING THAT THE EQUIPMENT THE LOCAL DISTRIBUTOR WANTS TO 
DISPLAY IS IN STOCK, WHAT WOULD BE A REASONABLE FINANCIAL 
CONTRIBUTION TO COMMERCE, IF THE OTM $3500 FEE DOES NOT APPLY? 

2. POST WOULD APPRECIATE ANSWERS TO THE ABOVE ASAP. 
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